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DENVER — A leading 
medical expert says a four- 
inch mistake by a patholo- 
gist who ' examined the body 
of John F. Kennedy after he 
was shot in Dallas produced 
a series of false speculations 
about the assassination. 

Dr. Russell H. Morgan 
said the bullet actually en- 
tered the President’s skull 
some four inches higher 
than initially reported, but 
the Warren Comission’s 
detailed report on the assas- 
sination failed to clarify 
that point. 

Morgan, dean of the medi- 
cal school at Johns Hopkins 
University 1 b the only ra- 
diologist to examine the X- 
ray photographs of the slain 
president’s skull- - ia * • 

Morgan’s four-year Inves- 
tigation of the photographs 
and the Abraham Zapruder 
film of the assassination 
clarified a major Inconsis- 
tency between that alleged 
entry point and several fea- 
tures of the Zapruder film 
which showed a frame-by- 
frame sequence of the shoot- 
ing, he said. 

Critics said the film 
showed the president’s head 
in a near vertical 
when the bullet hit 
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ent with the explanation 
that a single shot fired from 
above and behind killed the 



the bullet came from the 

^The lurching of the ores! 

The lurching of the presi- 
dent’s body backward, he 
said, was caused by body 
spasms after the massive 
wound was inflicted. 

Morgan said the Zapruder 
film, the ballistics tests, the 
projected line of fire and 
the angle of entry of the 
fatal bullet all were consist- 








